86                          Modelling
it must here be said that the vertical part of the iron should not be placed exactly in the centre; it is necessary to calculate roughly from the model the proportional weight of the clay fore and aft, so as to find the best place at which the vertical branch should enter the body of the horse, so that as far as possible more weight should not be at the fore part than at the hind part. Generally, taking the centre of the chassis, it is better to place the vertical branch a little towards the head.
Use the chassis and the different implements as follows: Both  the  great  chassis  and  the  small  one  must   be furnished on each of the four sides with a slender black string, plumb-line, placed so that it hangs truly.
With a pencil, mark a point in the sketch on the middle of the body of the horse. Take the elevation of this point by means of the small height-measure, placed on the chassis in front of the point; with this, placed well at a right angle, use the measuring-stick and read off the number of divisions on it. Do the same now for the enlargement. Then fix a fair sized lump of clay on the iron and stick a small piece of wood horizontally into it, so that the free end of the piece of wood meets the end of the measuring-stick. The height of the point is thus obtained.
It now remains to find the distance and the depth; to do this, place the plumb-line of the model at number i or 2